BOEING 747-243 B-COMBI 


In servizio dal 1981. 


Apertura alare m. 59,63 
Lunghezza m. 70,66 
Altezza m. 19,33 
Posti n. 305 
Peso massimo 

al decollo Kg. 362.880 
Velocità massima 

di crociera Km./h. 910 
Autonomia a pieno 

carico Km. 8.500 


IMM 30.09.81 


In service since 1981. 


Wing span in metres 
Length in metres 
Height in metres 
Seats 

Maximum take off 
weight 

Cruising speed in 
Kms. per hour 
Maximum range with 
full load in Kms. 


